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a.  Frequency of review of the waste management system.

b.  Training and refresher sessions,
(h) Appendixes to the manual.

The manual can be made more readable by including some specific
items in appendixes. Examples are:

1.  A glossary of terms and abbreviations.

2.  Lists of chemicals (see Appendixes E to I).

a.  Incompatible chemicals.

b.  Shock-sensitive chemicals.

c.  Water-reactive chemicals.

d.  Peroxide-forming chemicals, including time limits on re-
tention after opening the original container.

e.  Monomers that could pose a hazard because of peroxide-
induced, rapid polymerization.

3.  DOT classes (see Appendix D).

4.  (Optional) Some laboratories have developed computer lists
of specific chemicals that are likely to appear as wastes in their operations
and have included such a list as an appendix to their waste-system
manual. Such computer lists should include CAS Registry Numbers,
EPA Hazardous Waste Numbers, and DOT classes.